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ACTION 10-13 

INFO OCT-01 ISO-00 IOE-00 H-02 ABF-01 OMB-01 TRSE-00 OES-06 

SSO-00 EUR-12 NEA-10 EA-09 ARA-10 /065 W 

103904 

O R 061609Z MAY 76 
FM USMISSION IAEA VIENNA 
TO SECSTATE WASHDC IMMEDIATE 7494 
INFO USERDA GERMANTOWN 

UNCLAS IAEA VIENNA 3753 

EO 11652: NA 
TAGS: AEIN, IAEA 

SUBJECT: CONGRESSIONAL INQUIRY: VOLUNTARY CASH CONTRIBUTIONS 
IN FORM OF INCONVERTIBLE CURRENCIES 

PASS lO/SCT 

REP: A) STATE 108957 B) IAEA VIENNA 3604 

1. AGENCY HAS PROVIDED FOLLOWING FIGURES RELATING 
TO INCONVERTIBLE CURRENCIES HELD: 

TABLE 1 

INCONVERTIBLE CURRENCIES RECEIVED IN THE 
GENERAL FUND FOR THE YEARS 1971-76 
(EXPRESSED IN US $ AT RATE OF EXCHANGE IN 
EFFECT AT TIME OF PAYMENT) 

MEMBER STATE CURRENCY 1971 1972 

ALBANIA LEK - 800 

BANGLADESH TAKA - 

BULGARIA LEVA 4,000 4,000 

BURMA KYATS 

BYELORUSSIA-SSR RUBLES 

CUBA PESOS - 4,500 

UNCLASSIFIED 
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CZECHOSLOVAKIA KORUNAS 20,833 20,833 
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GERMAN DEMOCRA- 
TIC REPUBLIC MARKS 
HUNGARY EORINTS 11,800 12,667 

POLAND ZLOTIES 10,417 11,322 

ROMANIA LEI 7,425 8,910 

UKRANIAN-SSR RUBLES 
USSR RUBLES 277,778 304,078 

TOTAL 332,253 367,110 

TABLE 1 CONTINUED 


1973 

1974 

1975 

1976 TOTAL 

- 

- 

- 

800 

4,324 

5,100 

6,750 

24,174 

- 

1,500 

- 

1,500 

- 

27,285 

27,285 

4,500 

5,521 

5,521 

20,042 

27,778 

27,778 

34,722 

21,441 153,385 

- 

41,667 

65,306 

106,973 

14,115 

20,080 

34,483 

48,924 142,069 

13,587 

22,590 

30,120 

50,200 138,236 

9,450 

9,450 

12,555 

757 48,547 

- 

115,942 105,263 221,205 

426,829 

533,436 

684,932 

723,684 3,834,953 

TOTAL 




500,583 

667,122 

1,017,616 

950,269 3,834,953 


TABLE II 

INCONVERTIBLE CURRENCIES PLEDGED TO THE 
GENERAL EUND AND STILL PAYABLE 
(EXPRESSED IN US $ AT RATE OE EXCHANGE 
IN EEEECT AT TIME OE PLEDGE) 


MEMBER STATE CURRENCY 1975 1976 TOTAL 

UNCLASSIFIED 
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PAGE 03 IAEA V 03753 061808Z 

ALBANIA LEK 1,950 - 1,950 

BANGLADESH TAKA 4,500 5,500 10,000 
BURMA KYATS 1,350 - 1,350 

BULGARIA LEVA - 8,300 8,300 

BYELORUSSIA RUBLES - 27,285 27,285 

CUBA PESOS - 83,333 83,333 

GERMAN DEMO- 
CRATIC REP. MARKS - 83,333 83,333 


Margaret P. Grafeid Deciassified/Reieased US Department of State EO Systematic Review 04 MAY 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 

ROMANIA LEI - 14,588 14,588 

TOTAL 7,800 145,506 153,306 

NOTE: IN TABLE II THERE ARE NO AMOUNTS PAYABLE 
EOR YEARS I97I-I974. 

TABLE III 

INCONVERTIBLE CURRENCIES HELD IN AGENCY'S 
BANK ACCOUNTS AS OF 30 APRIL 1976 
(D RATE OE EXCHANGE OF SAME DATE) 

MEMBER STATE CURRENCY AMOUNT 
(EXPRRESSED IN USS) 


ALBANIA LEK 23 

BANGLADESH TAKA 
BULGARIA LEVA 29,657 

BURMA KYATS 1,500 

BYELORUSSIA A/ 

-SSR RUBLES 

CUBA PESOS 18,050 

CZECHOSLOVAKIA KORUNAS 26,099 

GERMAN DEMO- 
CRATIC REP. MARKS 71,160 

HUNGARY EORINTS 77,786 

POLAND ZLOTIES 100,380 

ROMANIA LEI 11,296 

UKRANIAN-SSR A/ RUBLES 
USSR RUBLES 1,707,702 

TOTAL $2,043,653 


A/ PLEASE NOTE RUBLES ARE IN ONE ACCOUNT SHOWN UNDER USSR. 
UNCLASSIFIED 
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TABLES DO NOT INCLUDE INCONVERTIBLE CURRENCIES 
WHICH AGENCY HAS NO DIEFICULTY EXPENDING OR OBTAINING 
(E.G., EROM U.S.) SUCH AS INDIAN RUPEES, YUGOSLAV 
DINARS, EGYPTIAN AND ISRAELI POUNDS. 

3. ATTENTION IS DRAWN TO TOTAL AMOUNTS PAID INTO 
THE GENERAL EUND (TOTAL OE TABLE I) AS COMPARED 
WITH TOTAL AMOUNT HELD BY THE AGENCY (TOTAL OE 
TABLE III), WHICH HIGHLIGHTS EACT THAT WHILE AGENCY 
HAS LARGE AMOUNT OE RESOURCES IN THE GENERAL EUND, 

A LARGE PERCENTAGE OE THESE RESOURCES IS NOT 
AVAILABLE EOR DISBURSEMENTS. 

4. AMOUNTS CONTRIBUTED IN CURRENCIES OTHER THAN 
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THOSE LISTED IN ABOVE TABLES ARE EASILY OBTAINABLE 
EROM SCHEDULED D OF AGENCY'S ACCOUNTS EOR 
YEARS IN QUESTION. EOR THIS REASON, AND BECAUSE 
OE ENORMOUSLY LARGE TABLES WHICH WOULD RESULT, 

THESE EIGURES HAVE BEEN LEET OUT OE THIS MESSAGE. 

PLEASE NOTE, HOWEVER, WHEN DISCREPANCY APPEARS 
BETWEEN ABOVE TABLES AND THOSE EOUND IN MOST RECENT 
EDITION OF AGENCY'S ACCOUNTS (GOV/I78I) THE 
EIGURE IN THIS TELEGRAM IS THE CORRECT OR MORE 
UP TO DATE EIGURE. STONE 


UNCLASSIEIED 


NNN 
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